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by anion-exchange fast protein LC 203 
Atracurium 
Simplified method for the determination 
of atracurium and laudanosine in pig 
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phenyl-phenylhydantoin glucuronide, the 
final metabolite of phenytoin, in human 
serum andurine 581 
Phospholipids 
Solid-phase extraction on silica cartridges 
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after pre-column derivatization 497 

Taurine 
Analysis of taurine in feline plasma and 
whole blood by LC with fluorimetric de- 
tection and confirmation by thermospray 
MS 375 

Tauromustine 
Determination of tauromustine and its 
demethylated metabolites in plasma and 
urine 151 

Tetrahydroaminoacridine 
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